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In  presenting  for  your  consideration  the  first  Annual  Report  for  the  Xew  Mill  Urban 
District,  I  can  do  little  more  than  give  the  returns  of  Births,  Deaths,  and  cases  of  notifiable 
Disease  that  have  been  registered  during  the  past  year.  In  calculating  the  rates  per  1000,  1  have 

taken  the  estimate  of  your  Clerk  and  Collector  based  on  the  number  of  occupied  houses,  and 
allowing  five  persons  to  each  house. 


I.  BIRTHS. 

During  the  year  1896  there  have  been  132  Births,  viz.:  72  males,  60  females,  etpial 
to  a  Birth-rate  per  1000  living  persons  of  24‘72.  The  general  Birth-rate  for  England  and  Wales 
tor  1896  was  29 -7.  The  total  number  of  Deaths  was  85,  leaving  an  excess  of  Births  over  Deaths 

of  47.  Out  of  the  132  Births  16  infants  died  before  12  months  old,  giving  an  infantile 
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mortality  of  121  '21  per  1000  Births.  The  general  infantile  mortality  was  1 48. 

II.  DEATHS. 

The  number  of  registered  Deaths  was  85,  viz.:  52  males,  33  females,  including  one 

who  did  not  belong  to  the  district.  Of  these  there  died  at  ages — 
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The  general  rate  for  England  and  Wales,  1 7 •  1  ;  Urban,  18-0  ;  Rural,  15.3. 

The  Death-rate,  therefore,  is  slightly  higher  than  that  for  1895,  also  a  little  higher  than 
the  average  for  the  last  six  years,  but  under  the  rate  for  the  whole  country. 

in.  disease:. 

(a)  REGISTERED  DEATHS. — Of  the  85  Deaths,  there  were  certified  as  having 


RA'rE. 

RATE. 

Scarlet  Fever 

1  -187 

Phthisis 

9 

1-684 

Diphtheria 

1  -187 

Respiratory  Diseases 

21 

3-932 

Croup 

2  -374 

Heart  Disease 

9 

1-684 

Typhoid 

1  187 

Cancei- 

2 

•274 

Whooping  Cough  ... 

3  -561 

All  other  Diseases  (including 

Rheumatic  Fever  ... 

1  -187 

6  not  certified)  ... 

35 

6-55 

8  Deaths  were  certified 

as  due  to  the 

Zymotic  or  Infectious  class  of 

disease,  which 

equal  to  a  rate  of  15  per  1000. 
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The  rate  from  Phthisis  was 

„  „  Respiratory  Diseases 

„  „  Heart  Disease 


1-68 

3-93 

1-68 


The  Zymotic  rate  for  Fulstonc,  Hepworth,  and  Scholes  for  1895  averaged  77.  The 
general  rate  for  England  and  Wales  for  1896  was  2*18.  The  rate  for  1896  was  therefore  double 
the  rate  for  1895,  although  there  was  no  serious  epidemic  of  any  one  disease. 


(b)  NOTIFIED  CASES  OF  SICKNESS.— I  have  received  11  certificates  under  the 
Infectious  Diseases  (Notification)  Act,  which  had  been  sent  to  your  late  Medical  Officer  of  Health. 
They  refer  to 


3  cases  of  Typhoid,  2  at  Hepwoith,  1  at  Gooseholes. 

3  „  Scarlet  Fever,  1  at  Jackson  Bridge,  1  Snug,  Hepworth,  1  Scholes  Moor. 

2  „  Diphtheria  at  Sledhrook  Farm ;  1  fatal. 

1  „  Croup  at  Wall  Nook,  which  was  fatal. 

2  ,,  Erysipelas,  1  at  Jackson  Bridge,  1  at  Gate  Foot. 

In  addition,  3  Deaths  occurred  from  notifiable  diseases  before  the  adoption  of  the  Act, 
on  the  6th  May,  viz.  : — 

1  Death  from  Typhoid  at  New  Mill. 

1  „  Scarlet  Fever  at  Piper  House. 

1  ,,  Croup  at  Crowedge. 

Fortunately,  nearly  all  these  cases  were  sporadic,  and  did  not  lead  to  any  epidemic.  There 
was  no  case  notified  after  the  30th  September. 

The  work  arising  from  the  appearance  of  these  infectious  diseases,  such  as  the  cleansing 
and  disinfecting  of  houses,  has  been  described  by  your  Sanitary  Inspector,  and  was  doubtless 
efficiently  carried  out,  since  there  have  been  no  further  cases. 

I  am, 


y-,» 

February  21th,  1897. 


Your  obedient  Servant, 

ALBERT  THORP. 


Area  in  Acres  ...  ...  ...  ...  ...  ...  5680 

Estimated  Population  ...  ...  ...  ...  ...  5340 

Birth  Rate  (per  1000  living)  ...  ...  ...  ...  24*72 

Infantile  Moitality  ...  ...  ...  ...  ...  12P21 

Death  Rate  ...  ...  ...  ...  ...  ...  15*91 

Zymotic  Rate  ...  ...  ...  ...  ...  ...  1*5 

Phthisis  ...  ...  ..  ...  ...  ...  ...  1*68 

Respiratory  Disease  Rate  ...  ...  ...  ...  3*92 

Heart  Disease  Rate  ...  ...  ...  ...  1*68 
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EXTRACT  FROM  SANITARY  INSPECTOR'S  REPORT. 


Sanitary  Work  done  in  the  New  Mill  Urban  District ,  April  to 

December ,  i8g6. 


No.  of  Nuisances  reported  to  the  Council 

,,  „  abated  without  formal  notice 

„  ,,  „  after  formal  notice  ... 

„  „  in  course  of  abatement 

„  ,,  unremedied 

„  Notices  served 

„  New  Privies  erected 

„  „  in  course  of  erection 

„  Wells  cleansed 

„  Ashpits  and  Cesspools  cleansed 

,,  Sink  Pipes  disconnected  from  the  Drains 

„  Houses  cleaned  and  disinfected 

„  Houses  white- washed 

„  Slaughter  Houses  lime-washed 

New  Drains  laid 
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Old  Drains  repaired 


83 

32 

14 

13 

24 

30 

3 
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8 

13 

13 
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162  yards  of  9  inch. 


167 
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50  yards. 


FRED  WADSWORTH, 


Inspector  of  Nuisances. 


Medical  Officer  of  H 
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